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WATER QUALITY, 

Current Inventory: 2 harbour seal, 1 grey seal, 2 river otter, 10 sea lion, 9 ddphins 


(b) Bacterial standards. 

(3) Water samples shall be taken and tested at least weekly for conform count and at least daily for pH and any chemical 
add^ives (e.g. chlorine and copper) that are added to the water to maintain water quality standards. Facilrties using natural 
seawater shall be exempt from pH and chemical testing unless chemicals are added to maintain water quality. However, 
they are required to test for conforms. Records must be kept documenting the time when all such samples were taken and 
the results of the sampling. Records of all such test results shall be maintained by management for a 1-year period and 
must be made available for inspection purposes on request 

Unable to review water records for coljform counts in 2003, records were not available. Records should be kept in an area 
accessible to personnel designated responsible tor tnspectrons. 

To be corrected by January 22, 2004. 
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